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540, Arey, Margaret S., R.N. Improvised Equipment for the Physically Handicepped. 
Joint Orthopedic Nursing Advisory Service, 1790 Broadway, New York 19, N. Y. 
63 pp. Free. 


Pictures and explanations of the following types of equipment: aids in eat- 
ing, dressing and toilet care; toys and crafts; writing aids; walking aids; 
supports for maintaining posture and/or position while sitting, lying or 
standing; chairs, tables, "stander—upper" and similar furniture. 


541, ASSE Plans a Still Bigger Polio Campaign. Domestic Engineering, Sept., 1944. 
164:3:80-82,150,153,155~156, 


Reports progress of the effort of the American Society of Sanitary Engineers | 
to "establish plumbing sanitation as the chief preventative" of poliomyelitis, 


542, Barmasel, S. H. Plans Developing for New Veteran School. Iron Age, Aug. 31, 
1944, 15439:79. 


The Bulova Watch Co., Woodside, N. Y., is planning a cooperative program of 
training rehabilitation clients for watch repair work in their own localities. 


543, Bedell, Eugenia. The Long Road Shortened - a Rehabilitation Story. R.N.-A 
Journal for Nurses, Sept., 1944, 7:12:38-39,56,58,60. 


History and activities of the new Rehabilitation Center [a curative workshop/ 
operated in Boston by the Liberty Mutual Insurance Company. 


544, Berger, Clyde. Through a Glass Darkly. Spastic Review, Sept., 1944. 5:2:11- 
12,48~51, 


Discusses the complication of aphasia [loss in the ability of expression in 
speech and writing and/or a loss in the ability to comprehend these elements 
of language"/ in cerebral palsy. 


45, Blueprints for Recovery. Hygeia, Oct., 1944. 22:10:734~736,791. 


A reprint of part of the U. S. Army Air Forces' "Handbook of Recovery." [See 
article No. 498 in the Sept. Bulletin, / 


46. Bowler, Earl M. The Postwar Three R's. Industrial Arts and Vocational Educa- 
tion, Sept., 1944, 33:73263-264, 


Rehabilitation of the disabled, retraining of workers for peacetime activity 
end realigning of curriculum to better meet needs of the 16- to 20-year-old 
group are Mr. Bowler's "three R's," 


"Before training for postwar employment is started, someone should determine 
whether workers can be placed in big industries where single-skilled operators 
are wanted, or whether the one~man business on main street is going to absorb 
the returning soldier and warworker. ... Long before 'X Day,' big business 
should have stated a willingness to place in the ranks a force of employees 
recovered from the pool of rehabilitated ex~servicemen, The ratio of handi- 
Caps in such plants should eaual the ratio of handicapped to the general pop- 
ulation, and, what is more, these workers should be in addition to those re- 
turning to jobs formerly held with the plant." 


4”, Brown, Lt. Col. Jemes B., A.M.C, Reconstructive Surgery. The Trained Nurse and 
Hospital Review, Sept., 1944, 113:3:1e2-185, ~Tmore/ 
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On nursing care in plastic surgery. 


You Gan Be a "Flay~-Nurse." Public Health Nursing, Sept., 1944, 


Suggestions for play activities for hospitalized children, 


549, Caldwell, Guy A,, M.D, The Postwar Challenge to Orthopedic Surgery. The Journal 
of the American Medical Association, Sept. 30, 1944. 126:5:269-271. 


"As rapid as have been the advances of the specialty of orthopedic surgery 
during the last fifty years,it has been unable to keep abreast of the increas~- 
ing demand. «-. It is therefore urgent that more men be trained in the 
specialty," 


550, Carlisle, James M., M.D. and Gibson, Augustus, M.D, Clinical, Electrocardio= 
graphic and Pathologic Correlation of Certain Common Cardiac Conditions, and 
Evaluation of the Cardiac Patient in Industry. Industrial Medicine, Oct., 194, 
13:10: 783-803. 


551. i School Health Program, The. Public Health Nursing, Sept., 1944. 36:9: 
47S= 36 


Condensations of discussions of the contribution of the school physician, 
school nurse, health officer, school administrator, general science teacher, 
parent, Extension Service and 4=H Club leader, dentist, home economist, and 
classroom teacher, Representatives of these professions presented this in- 
formation at a conference on "The Changing School Health Program" held by the 
School Nursing Section of the National Organization for Public Health Nursing. 


Chant, Group Capte S.N.Fe ReCeAFe Personnel Counseling as Preparation for Re- 
habilitatione Occupations, Octe, 1944, 23:1:19-22. 


553. Chew, wong E. Education in the Horse and Buggy Era. Spastic Review, Sept., 1944 
5:2313-14, 


A cerebral palsied woman tells of her education, from her first lessons in her 
own home "at the turn of the century# through four years of art school, Be- 
fore World War I she painted china and later did other commercial art work, 
For the past sixteen years she has operated a gift shop and rental library. 


554. Coulter, John S., MeD, Occupational Therapy in a Private General Hospital, The 
Journal of the American Medical Association, Oct.7, 1944, 12636: 360-367. 


"Most private general hospitals will soon require a department of physical 
medicine (physical and occupational therapy) in order to carry out the federak 
state programs for crippled children, the federal-state programs of physical 
and vocational rehabilitation and to enable them to care properly for many 
Casualties of civilian industry. 


"Some insurance companies have begun to establish physical and occupational 
therapy departments as curative workshops or rehabilitation centers, as units 
separated entirely from hospitals. The advantage of this plan is that the 
patient does not feel that he is returning to the hospital for treatment, but 
the one disadvantage of the plan is that the doctor who originally treated the 
Patient does not see him often." 


The occupational therapy department at St. Luke’s Hospital in Chicago is 
described. 
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595. Coulter, John 8., M.D. A Rehabilitation Center for the Injured Worker. Archives 
of Physical Therapy, Sept., 2589%529539,570. 


Reports on the Liberty Mutuel Life Insurance Company's Rehabilitation Center 
in Boston and announces that a similar curative vorkshop is to be sponsored 
by the Company at St. Luke's Hospital in Chicago, Includes advice on the 
treatment of the disabled by physical, occupational and recreational therapy. 


596. Diveley, Col. Rex Le The Problem of the Crippled in America, News Letter of the 
Central Council for the Care of Cripples, July, 1944. No. 15%pp.4-9. 


A concise review of this nation's provisions for the crippled, from the organ- 
ization of the first society for the crippled [the Ohio Society, 25 years ago/ 
to the present-day programs of federal and state government services in the 
fields of treatment, education, and vocational rehabilitation and the present- 
day activities of societies for the crippled. 


5]. Education of Exceptional Children in Illinois, The. Illinois State Normal Univer- 
sity Bulletin, July, 1944, 42:18781-40 /entire issue/. 


Report of the Eleventh Annual Round-Up of School Administrators of Central 
Illinois. Includes an address by Lawrence J. Linck, Executive Director of 
the state Commission for Handicapped Children; round-table discussions on 
administrative aspects and on each of the three major types of exceptional 
children - physically handicapped, socially maladjusted, and mentally excep- 
tional; and a concluding address by Dr. Charles Scott Berry, Director of the 
Bureau of Special and Adult Education of Ohio State University, on "The 
Exceptional Child in a Democracy," 


8 Ellis, Bess D. Milwaukee Vocational School Training Program. Occupations, Oct., 
1944, 238187-8. 


This school cooperates with the Vocational Rehabilitation Division of the Vet- 
erans Administration in a veteran training program. 


59. Emerick, Mrs. Edwin, /Address to/ Spastic Club of Iowa. Sept. 19, 1944. Iowa 
Society for Crippled Children and the Disabled, 404 Plymouth Bldg., Des Moines 
9, Iowa. 5 pp. Mimeographed, 


A mother describes in detail her cerebral palsied child's home speech cor 
rection lessons. 


00, Fern, George H. Michigan Serves Its Veterans. Michigm Vocational Outlook, 
Sept., 1944, 781332-35. 


Information on Michigan's veteran rehabilitation services, with emphasis on 
the Pine Lake Vocational-Technical School, a residential rehabilitation camp 
in the vicinity of Battle Creek. 


ol, Gillespie, Col. F. S. The British Rehabilitation Plan. The Physiotherapy Re- 
View, Sept.-Oct., 1944, 


Reviews governmental surveys and reports, and resulting legislation providing 
special treatment and occupational training centers. The physical therapy 
and occupational therapy facilities of a typical Emergency Medical Service 
Hospital are described. The training program for occupational therapy 
instructors and technicians is outlined. 


| 
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52s Grant, David, Major General, U.S.A. New Horizons in Physical Medicine. Archives 
ef Physical Therapy, Septe, 1944. 25:9:525-528. 


Description of the Army Air Forces Convalescent Training Program, 


56% Greteman, TeJe, MyD. Nursing Care of Acute Poliomyelitis. The American Journ- 
al of Nursing, Oct., 1944, 44:10:929-933. 


We, MeD. Fighting Infantile Paralysis. The Survey, Sept., 1944, 
803932542566 


5. Guide for Analyzing Jobs = Analyst's Workbook. War Manpower Commission, Division 
of Occupational Analysis and Manning Tables, Bureau of Manpower Utilization, 
Washington, D, Febe, 1944. 20 pp. 


Section on "Physical demands" discusses placement of the physically handicapped. 


566. Hinwick Hall School-~The First Year. News Letter, Central Council for the Care 
of Cripples, July, 1944, Noe 15, pre 12-14, 


Report of a custodial home in Ingland for severely crippled boys, 
Spastic Review, Sept., 1944. 5:2:2ke25, 


Pictures and comments on special desks and seats for the cerebral palsied. 


567. If It's Bought or Home Made, 


568, Jenkins, Ie Dent. Re-employment of Ex~Service Men and Women - I, 
of Employer. Industrial Medicine, Oct., 1944. 13:10:805~-807. 


Obligations 


Includes recommendations for rehabilitation programs in industry. 


569% Kinsell, Ruth. Alumni Talk. Spastic Review, Sept., 1944. 5:2:21~23. 


Reminisces about school days at Dowling School in Minneapolis. 


570, Knapp, Miland E., MeD. Education in Physical Medicine. Archives of Physical 
Therapy, Septe, 1944. 25:9:517-52l. | 


‘Jl. Kovacs, Richard, MeD., Recent Progress in Physical Medicine in America, The Brit- 
ish Journal of Physical Medicine and Industrial Hygiene, May~June,1944, 73 3266-69 


5/2. Kupper, Je Ce Man Power vs. Occupational Therapy. New Jersey Rehabilitation 
Clinic, 1060 Broadstreet, Newark. 


A theoretical discussion of occupational therapy, supplemented by case his- 
tories from the New Jersey Rehabilitation Clinic, 


13 Leishin, Adeline, The Spastic Educates Himself. Spastic Review, Sept., 1944, 


5:236=9, 


Th Let's Give the Youngsters a Chancee Spastic Review, Septe, 1944, 5:2:28-29. 


Pictures from Miss Else Haeusserman's kindergarten for the cerebral palsied. 


15. Lindemann, Fe Me Program for the Physically Handicapped ~ Address...before the 
Association for Crippled of Florida, ee» June 6-9, 1944, National Society for 
Crippled Children, Elyria, Ohioe 6 ppe Mimeographed, Freee pom 
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Describes many activities of societies for the crippled throughout the country 
and proposes a similar program for the Assn. for the Crippled of Florida. 


s76, Lord, Major C. Donald and Coutts, Lieut. Col. James W. Typeical Parachute In- 
juries: A Study of Those Occurring in 250,000 Jumps at the Parachute School. The 
Journal of the American Medical Association, Aug. 26, 1944, 125:17:1182-1187, 


307, McFarland, J. Wayne, M.D. and Graves, Dorothy A., B.E., R.P.T.T. Grading of 


Spesm in Infantile Paralysis. Archives of Physical Therapy, Sept., 1944. 25:9: 
553-556. 


McKibbon, Stella. We Are Not Spastics. Spastic Review, Sept., 1944. 5:2:26-27, 
44-45, 


Emotional response of a cerebral palsied girl to her family's attitude. 


Meacham, Ernestine, Teacher of the Handicapped. Spastic Review, Sept., 1944. 
5:2:10,14—15. 


A young cerebral palsied woman tells of her education and employment as a bed- 
side teacher in a children's hospital, She deplores her lack of muscle train- 
ing in early childhood and her over~dependency on others. 


580. Miller, Lois Mattox. Sister Kenny vs. The Medical Old Guard. The Reader's 
Digest, Oct., 1944, 45:270:65~-71, 


581, Moser, Gloria Graham. Spastic School Days. Spastic Review, Sept., 1944, 
19=20 ,52=53. 


582, New York Advisory Group on Polio Would Drop Isolation Quarantine. Hospitals, 
Oct., 1944, 18:10:108. 


Orr, Dr. H. Winnett. A List of Books and Pamphlets on the History of Surgery and 
Orthopedic Surgery. The author, 308 Sharp Bldg.,Lincoln, Nebr. Dec.,1943. 182 pp. 


The catalog of Dr. Orr's extensive personal library. 


Panel Discussion on Services for the Severely Handicapped [at] Associate Group 
Meeting of the National Conference of Social Work, Municipal Auditorium, Cleve- 
land, Ohio, May 26, 1944, National Society for Crippled Children, Elyria, Ohio. 
pp. Mimeographed. Free. 


Representatives of eight private and two governmental agencies from seven dif- 
ferent states give brief descriptions of their sheltered employment and/ or oc 
cupational therapy programs. Miss Louise McGuire of the U. S. Dept. of Labor 
explains how the provisions of the Fair Labor Standards Act regulate sheltered 
employment, 


85, Plan for Vocational Rehabilitation Submitted by State Board Vocational Education 
of South Dakota. 1944. Tho board, Pierre, South Dakota. 35 pp., plus Supple- 
ment I, 19 pp. and Supplement II, 5 pp. Mimeographed. 


86. Pollock, Lewis J., M.D. Physical Therapy and Science. The Physiotherapy Review, 
Sept.-Oct., 1944. 24:5:187-189. 


87, Powers, Leversia L. New Developments in the States - II. Pensylvaniea. Journal 
of Exceptional Children, Oct., 1944, 11:1:16-18, 


Progress is reported in legislative and administrative provision of home in- 
struction, and improvement in facilities for cleft palate cases. 
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588. Proceedings of Annual Meeting. New hexico Society for Crippled Children, 206 
S, Tnird St., Albuquerque, N. Mex. July 29, 1944. 9 pp. Mimeogranhed, 


589, Report on the Incidence of Rickets in War-Time by the British Paediatric Associa- 
tion. Ministry of Health, London, England, 1944. No. 92, 36 pp. Price 9d.net, 


590, Recreational Activities for Crippled Children. State Services for Crippled Chil- 
dren, University of Iowa, Iowa City. May, 1944. 118 pp. $1.00. 
Contains information on active and quiet games, activities of special value for 
cerebral palsy cases, crafts for bed patients and for shop work, songs, parties. 
and toys. Patterns for wooden or stuffed-cloth toys are provided. 


sl. Rice, Thurman B,, M.D. Poliomyelitis in 1944, Monthly Bulletin, Indiana State 
Board of Health, Aug., 1944. 47888188189, 


592, Rutherford, Berneice R. A Comparative Study of Loudness, Pitch, Rate, Rhythm 
and Quality of the Speech of Children Handicapped by Cerebral Palsy, The Jourr 
al of Speech Disorders, Sept., 194+. 9838263-271. 


593. Sajet, Dr. B. H. Address by Dr. B. H. Sajet. News Letter, Central Council for 
the Care of Cripples, July, 1944. No. 15, pp. $12. 


Relates the history of care for the crippled in Holland. 


54, Sheldon, Luther, Jr., Rear Admiral, (MC), U.S.N. Naval Medicine with Special 
Reference to Physical Therapy. Archives of Physical Therapy, Sept., 144. 258 
985 22-524, 


595. Stedman, Margaret. There Are No Cripples in Wartime. Hygeia, Oct., 194, 228 
108750-753 774-7756 


The Texas Division of the North American Aviation company employs over five 
hundred crippled, thirty blind and sixty deaf workers. 


5%. Steel, Arklay, M.D., FeRC.P. Continuity in Rehabilitation. The British 
Journal of Physical Medicine and Industrial Hygiene, May-June, 1944+. 7838/0-77. 


Recommendations for British government action to insure a complete program, 


597. Steir-Sommer, Vita. Open Letter to Parents of Handicapped Children. Journal of 
Exceptional Children, Oct., 1944, 1181823-2h, 


Urges parents not to increase a child's handicap by their obvious constant 
awareness of it, and cautions against overindulgence and overprotectiveness,. 


398 Stenstrom, Capt. J. De, ReCeAeMeC. Congenital Malformations of the Extremities. 
The Canadian Medical Association Journal, Oct., 194. 51 #48325-334. 


59%. That They, Too, May Walk and Work... Ohio Society for Crippled Children, 5 West 
Broad Street, Columbus 15, Ohio. 1944. 4 pg. folder. 


Reports on accomplishments in 25 years of existence and forecasts future 
projects. 


600, Tracht, Vernon S. Laboratory School. Spastic Review, Sept., 1944. 582817-18, 


Relates the author's experience as a spastic attending regular schools. 


= 
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s01. Training of Vocational Counselors, The, War Manpower Commission, Bureau of Train- 
ing, Washington, D. C. 77 pp. 1944, 


Includes brief description of programs of U. S. Office of Vocational Rehabili- 
tation and Veterans! Administration. 


Westinghouse Finds That Disabled Veterans Can Perform 83% Jobs. Iron Age, Sept., 
7, 1944, 154:10:142,144,146,150,152,154, 


Reports on research, plans, and experience in employment of the handicapped 
by the Westinghouse Electric and Manufacturing Co., Pittsburgh,Pa. 


What You Should Know About Infantile Paralysis. House Beautiful, Sept,, 1944. 
86:9:96,110. 


Whitney, Katharine M. A State Hospital School for Epileptic Children ~ II: The 
School Program. Journal of Exceptional Children, Oct., 1944, 11:1:7-11. 


Wilchagen, A. R. Artificial Parts Now Made of Plastic. Hygeia, Oct., 1944. 
223103796797, 


Dr. Stanley D. Tylman of the University of Illinois College of Dentistry has 
developed a flexible plastic for artificial repair of cleft palates and ex- 
ternal injuries and replacement of missing features. 


606, Wright, Henry P., M.D., F.R.C.P.(C).. Rheumatoid Arthritis. The Canadian Medi- 
cal Association Journal, Oct., 1944, 51:4:362-365, 


607, Yoho, Robert. Prevention is the Essence of This Health Program. The Nation's 
Schools, Oct., 1944, 34:4:30-31. 


The Crawfordsville, Indiana, school heelth program is "besed on the theory 
that the discovery and treatment of physical disorder in childhood will pre- 
vent more serious troubles in later life." 


New Books in the Loan Library 


608, Orr, H. Winnett. Anne of Brittany. The author, 308 Sharp Bldg.,Lincoln, Nebr. 
1944, 


609. Yost, Edna and Gilbreth, Lillian M. Normal Lives for the Disabled. Macmillan. 
1944, 


Periodicals 
[Por others, see lists in previous 1944 issues,/ 


Sritish Journal of Physical Medicine and Industrial Hygiene, Butterworth & Co., Ltd., 
4,5,6 Bell Yard, Temple Bar, W.C.2, Eng. Monthly or bimonthly. Subs.,2l1s. 

Canadian Medical Association Journal, 3640 University St., Montreal, Quebec. 75¢ per 
copy. Monthly. 

huestic Engineering, 1900 Prairie Ave., Chicago 16, Ill. Monthly. $3 yr.;30¢ copy. 

‘Rois State Normal University Bulletin, The university, Normal, 111. Bi-monthly. 

““strial Arts and Vocational Education, Bruce Publishing Co., 540 N. Milwaukee St., 

_ dilwaukee 1, Wisc. Monthly except July and Aug. $2.50 yr.;35¢ copy. 

on Age, Chilton Co., Inc., 100 E, 42nd Street, New York, N. Y. Weekly. $6 yr. 

lens Letter, Central Couneil for the Care of Cripples, 34 Eccleston Square, London, 
8, 1, England. Semiwannually. Price 3d. 


